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Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYD!BOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 
contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Atlantic Coast Pipeline 


I am writing to urge you to NOT grant the Atlantic Coast Pipeline its NC 401 Water Quality 
Certification. 

The application for this massive, tracked natural gas pipeline proposed by Duke Energy and 
Dominion Resources is completely inadequate to protect NC’s waters and people. 

a re-evaluation of natural gas pipeline projects that take into account not only immediate 
need but also long-term need, "upstream" environmental effects in the fracking fields and 
"downstream" effects on greenhouse gas emissions must be required. 

Thank you for your consideration. 

Betsey Granda 



